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9. Abdul Baha's Room in Prison

Finally the German Consul left of his own accord,
only requesting the use of the room for two hours a day
so that he might attend to his official duties, to which
proposition Abdul Baha consented cheerfully. Then the
Bahais began to repair the rooms, but one of them had
to be left untouched because their funds were exhausted.
The rooms, were then assigned to the various families
and friends, and Abdul Baha chose the unrepaired one
for himself. This room was so damp that grass had
grown on the walls and there were several cracks in the
ceiling which gave free admittance to the rain. The
floor consisted of humid earth, and was a breeding place
for fleas.

10. The Fleas of Acca

Abdul Baha had a mat and a long Persian fur coat.
The latter was his garment by day and his blanket by
night. When he covered himself with it, an army of
fleas, hiding in the ambuscade of fur, attacked him and
did their best to defeat him, but he outwitted them by
turning the coat and by using its other side. Then for an
hour he slept, until the wily, indomitable fleas would find
their way again to the inner side. Every night he had
recourse to this maneuvering eight or ten times, yet
notwithstanding this, he was by far happier and more
joyful then than at this time, sleeping on a fine bed in
the hotel

1L Abdul Baha Leaves for Alexandria

Then to our surprise he informed us that he would
leave to-day for Ramleh, and stay there for one week